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Abstract 

Aim: Upper gastrointestinal endoscopy (an invasive procedure) is the gold standard for diagnosing patients with suspected upper gastrointestinal bleeding. In 
this study, oOur aim is to determine the value of sCD163 in upper gastrointestinal bleeding. 

Material and Methods: In this single-center,e cross-sectional, prospective study, we aimed to evaluate the value of sCD163 as a non-invasive marker for 
diagnosing and predicting upper gastrointestinal bleeding. Patients aged =18 years who underwent endoscopy for suspected upper gastrointestinal bleeding 
and presented at the emergency department of Kanuni Sultan Suleyman Training and Research Hospital in the University of Istanbul Health Science were 
included in the study. Statistical analysis was conducted using the SPSS Statistics 26.0 program (IBM Inc., New York, USA). The study was conducted between 
January 8, 2019 and January 4, 2020 with 75 participants. Of these, 41 patients had upper gastrointestinal bleeding, and 34 were healthy volunteers. 
Results: In the patient group, Glasgow--Blatchford scores and sCD163 values were calculated for those with and without bleeding-related findings. Notably, 
the patient group had statistically significantly higher sCD163 levels than the healthy volunteer group healthy volunteers (p < 0.05). 

Discussion: sCD163 may be a useful biomarker for diagnosing upper gastrointestinal bleeding and identifying the clinical process. 
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Introduction 

More than 75% of all gastrointestinal (GI) bleeding cases occur 
in the upper GI system, making this condition one of the most 
prevalent reasons for hospital admissions worldwide [1,2]. 
Patients with upper Gl bleeding exhibit wide-ranging symptoms 
and clinical courses, ranging from asymptomatic occult bleeding 
to subclinical occult bleeding, anaemia and hypovolemic 
shock [3]. Many risk assessment scoring systems have been 
established to predict clinically significant outcomes, such as 
mortality, hospital-based intervention requirement, re-bleeding 
and hospitalizsation duration [4]. These scoring systems were 
classified into three, such as a classification that only requires 
endoscopic data, including endoscopic and clinical findings, and 
the scoring system, which is based only on clinical results [5]. 
In addition, some studies have reported on certain biomarkers 
that can may be useful for GI bleeding assessment. 

is sCD163, which functions 
as a scavenger receptor during the endocytosis of the 


One of these biomarkers 


haemoglobin--haptoglobin complex [6]. In this study, we aimed 
to investigate the value of sCD163 in diagnosing upper Gl 
bleeding in patients who underwent endoscopy, independent of 
subjective parameters (e.g., the prolongation of the patient’s 
waiting time for interventional procedures such as endoscopy, 
and the suitability of the conditions in terms of diagnosis and 
prognosis). 


Material and Methods 

Determination of study groups 

This single-centere, cross-sectional and prospective study was 
conducted in the emergency department of Istanbul Kanuni 
Sultan Suleyman Training and Research Hospital, University of 
Health Sciences. 

Ethical statement: Prior to participant enrolment, the Ethics 
Committee of Health Sciences University and Istanbul Kanuni 
Sultan Sileyman Training and Research Hospital approved our 
study (KAEK/2019.06.154). 

The study was conducted between January 8, 2019 and 
January 4, 2020. The study It included patients presenting 
to the emergency department and undergoing endoscopy 
with a provisional diagnosis of upper GI bleeding and healthy 
volunteers. Based on the parameters of the initial laboratory 
tests, the Glasgow--Blatchford score was calculated. 

Exclusion criteria 

For the upper Gl bleeding or patient group, those who were aged 
<18 years, who had lower GI bleeding, who had oesophageal 
variceal bleeding, had malignancy-induced bleeding and were 
unwilling to participate in the study were excluded. For the 
healthy control group, we excluded those who were aged under 
<18 years of age, were pregnant, had a known comorbiditiesy 
and had signs of acute infection during enrolment. 

Laboratory methods 

Biochemical analysis 

Venous blood was collected from both groups by routine 
phlebotomy in a 5 mL gel tube (BD vacutainer SST II Advance; 
NJ, USA) and a 2 mL anticoagulant tube (K2-EDTA; Becton 
Dickinson, NJ, USA). Samples placed in the anticoagulant tube 
were examined immediately. After completing the biochemical 
tests used in scoring the blood samples that were placed in the 


gel tube, we kept the remaining portion at room temperature for 
20 minutes before being centrifuged at 3500 rpm for 10 minutes 
to obtain serum and plasma samples. Meanwhile, the remaining 
serum and plasma samples were collected in Eppendorf tubes 
and frozen at -80°C for enzyme-linked immunosorbent assay 
(ELISA). From the serum, white blood cells (WBC), haemoglobin, 
platelets and red blood cell distribution width were analyzsed 
by fluorescence flow cytometry (XN-2000; Sysmex Corp., Kobe, 
Japan). 

ELISA analysis 

The CD163 protein of all samples was analyzsed by the 
sandwich ELISA method in the Synergy HTX BioTek instrument 
(Biotek Instruments, Inc., Vermont, USA) using the SUNLONG 
brand CD163 ELISA kit (catalogue number: SL2931Hu). The 
intra-assay coefficient of variability (CV) of the kit is <10%, and 
the inter-assay CV is 12%. 

Statistical analysis 

Patients’ age, sex, vital signs, medical history (chronic diseases), 
medication use, haemogram and biochemical parameters 
were recorded to calculate the Glasgow--Blatchford score. In 
addition, endoscopy results were calculated and recorded using 
the Forrest scoring system. Especially, the CD163 levels were 
recorded. 

Statistical analyses were completed in two study groups: the 
patient group (patients with upper GI bleeding) and the control 
group. The data were analyzsed using the SPSS Statistics 26.0 
(IBM Inc., New York, USA). We present continuous variables as 
mean, standard deviation and median (Q1-Q3) values, and 
categorical variables as numbers (percentages). For the pairwise 
comparison of non-normally distributed continuous variables, 
we used Pearsor’s chi-square test. The relationship between 
numerical variables was determined by Spearman's correlation 
analysis. We also conducted receiver operating characteristic 
(ROC) analyses and identified the area under the curve 
values. Furthermore, the sensitivity, specificity and positive 
and negative predictive values (PPV and NPV, respectively) of 
sCD163 were determined by calculating the sCD163 cut-off 
value, and then compared between the Glasgow--Blatchford 
and Forrest scoring systems. A p- value of <0.05 was considered 
statistically significant. 

Ethical Approval 

Ethics Committee approval for the study was obtained. 


Results 

Out of 75 included participants, 41 were patients with upper 
Gl bleeding, and 34 were healthy volunteers. The patient 
group had more males than females (73.2% [n = 30] vs. 26.8% 
[n = 11]), whereas the healthy volunteer group had more 
females than males (61.8% [n = 21] vs. 38.2% [n = 13]). The 
mean age was 57.54 + 2.99 years in the patient group and 
45.50 + 2.79 years in the healthy volunteer group, showing a 
statistically significant difference (p < 0.05). The distribution 
of endoscopy results by sex showed no statistically significant 
difference. Moreover, 9.8% (n = 4) of participants in the patient 
group demonstrated normal endoscopy results. Table 1 shows 
the demographics of the included participants and the sex 
distribution of the endoscopy results. 

Table 1 shows the distribution of patient history and 
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Table 1. Characteristics of the study groups 


SG 41 57.54 + 2.99 21 85 11 30 
<0.01° <0.01° 

CG 34 45.50 + 2.79 20 80 21 13: 
Forrest Classification Normal iB iP 2s aD ae 3 
Female 2 1 1 e) 1 3 5 

0.173" 
Male 2 5 8 3 1 1 10 

4 (9.8%) 6 (14.6%) 9 (22.0%) 3(7.3%) 2 (4.9%) 4 (9.8%) 13 (31.7%) 
é ‘ een Gastrointestinal 
Chronic diseases None [Raiatlislstee) liikaaitous Ginvenlle kar Malignancy System Bleeding Total 
disease Disease Disease A 
History 

Female 7 1 1 1 e) 1 11 

0.252 
Male 24 0 2 ie) 2 2 30 

(75.6%) (2.4%) (7.3%) (2.4%) (4.9%) (7.3%) 

Drug History None NSAID Anticoagulants Other 
Female ie} 6 4 1 11 

0.736 
Male 3 16 9 2 30 

(7.3%) (53.7%) (31.7%) (7.3%) 

Application Complaints Hematemesis Melena Hematochezia — Epigastric Pain Syncope 
Female 7 9 (e) ie) (e) 11 
Male 21 24 A 1 1 30 


Pearson's chi-square test, Student's t-test, SG: Study Group, CG: Control Group, SD: standard deviation; NSAID: non-steroidal anti-inflammatory drug 


Table 2. Analysis of laboratory parameters 


Median 
WBC 2.67 22.18 10.74 4.13 
Hemoglobin 4.20 14.00 )72| 2.32 
MCV 69.30 103.10 86.08 5.84 
Platelet 32.00 465.00 223.24 86.37 
RDW 11.80 22.50 14.43 2.52 
sCD163 Median IQR p-value 
SG 0.786 0.490-1.157 
<0.017 
CG 0.422 0.313-0.751 
With bleeding Without bleeding 
(n = 24) (n= 17) 
Glasgow- 
Blatchford Score 11 [8-13.75] 12 [10-13.5] 0.356? 
(Median [IQR]) 
With bleeding — Without bleeding 
(n = 24) (n = 51)b 
sCD163 (Median 0.822 [0.535- 7 
[10R}) 1.162] 0.506 [0.353-0.901] 0.01 


aMann-Whitney U test, bThose without signs of bleeding on endoscopy and the control 2 . . . 
group. SG: Study Group, CG: Control Group. WBC: white blood cells; MCV: mean corpuscular Figure 1. Representation of sCD163 by receiver operating 


volume; RDW: red blood cell distribution width; IQR: interquartile range characteristic (ROC) analysis 


Table 2. ROC and Logistic regression analysis of sCD163 


Cut-off Value Sensitivity Specificity 95% Cl 

20.453 78.05% 55.88% 68.09% 67.86% 0.017 0.671 0.546 0.796 
B SE Wald p-value Odds Ratio 95% Cl 

sCD163 0.538 0.303 3.146 0.076 1.713 0.945 3.104 


PPV: positive predictive value; NPV: negative predictive value; AUC: area under the curve; Cl: confidence interval; SE: standard error. 
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medication use history by sex. The distribution of patient 
history characteristics by sex showed no statistically significant 
difference. In the patient group, 75.6% (n = 31) had no history 
of chronic disease, and only 7.3% (n = 3) had Gl bleeding history. 
In addition, 53.7% (n = 22) had a history of taking non-steroidal 
anti-inflammatory drugs (NSAIDs), and 31.7% (n = 13) had a 
history of taking anticoagulants. 

Table 1 shows the distribution of the patient group’s complaints 
by sex. The main complaint was melena (80% [n = 33)), followed 
by bloody vomiting (68.3% [n = 28]). Other complaints were 
hematochezia (2.4% [n = 1]), epigastric pain (2.4% [n = 1]) and 
syncope (2.4% [n = 1)). 

Table 2 shows the minimum, maximum and mean laboratory 
values of the patient group. The minimum haemoglobin value 
was 4.20 g/dL, whereas the maximum was 14 g/dL, obtaining 
a mean haemoglobin value of 9.21 g/dL. Furthermore, the 
minimum WBC count was 2.67 103/mm3, whereas the 
maximum was 22.15 103/mm3. Thus, the mean WBC value of 
the patient group was 10.74 103/mm3. 

In the patient group, the Glasgow--Blatchford score and sCD163 
values demonstrated no statistically significant difference 
between patients with and without bleeding findings. Those 
with an endoscopy result of Forrest score of 3 and normal 
were included in the group without bleeding. Bleeding signs 
were found in 24 patients, and none in 17 patients. The mean 
Glasgow--Blatchford score of patients without bleeding was 12, 
which was higher than that of patients with bleeding findings. 
Although the Glasgow--Blatchford score is clinically very useful, 
no correlation was found between patients with high scores 
and those with bleeding rates detected at endoscopy. Table 2 
shows the bleeding findings and the values of the Glasgow-- 
Blatchford score and the sCD163 marker. 

Moreover, the patient group had higher sCD163 levels than 
the healthy volunteer group, showing a statistically significant 
difference (p < 0.05) (Table 2). 

Figure 1 shows the ROC analysis of the sensitivity and 
specificity of sCD163. Sensitivity, specificity, PPV and NPV 
were examined by calculating the cut-off value of sCD163 as 
a diagnostic marker in the examination conducted with ROC 
analysis. The sensitivity, specificity, PPV and NPV were 78.05%, 
55.88%, 68.09% and 67.86%, respectively (Table 3). After the 
sCD163 results were found to be significantly different between 
the control group and those with and without bleeding findings, 
ROC and regression analyses were conducted for diagnosis 
confirmation. Although the difference was not significant in the 
regression analysis, each unit increase in sCD163 increased the 
bleeding risk by 1.7 times (odds ratio) (Table 3). 


Discussion 

In the United States, 300,000 patients are hospitalizsed yearly 
for upper GI bleeding. In addition, 100,000 to 150,000 patients 
develop upper GI bleeding during hospitalizsation [7]. Many 
scoring methods and guidelines are available for the diagnosis 
and treatment of upper GI bleeding. However, emergency 
medicine physicians need tools to decide between outpatient 
follow-up and safe discharge and between the requirement of 
endoscopy and observation in the emergency department. 

In some studies, upper Gl bleeding was more common in males 


than in females, and the mean age of all patients was 51--77 
years [8]. Fugarolas et al. investigated 3270 patients, and the 
mean age was 57 + 16.8 years; additionally, studies conducted 
by Zimmerman et al. respectively [9-10]. In the present study, 
upper GI bleeding was also more common in males, with a 
mean age of 57.54 + 2.99 years. 

In patients who are diagnosed with upper GI bleeding and 
admitted to the emergency department, melena is generally 
the most common symptom on admission [11]. Lewis et al. also 
reported melena as the most common complaint (48%) [12]. Our 
study found that 80.5% of those in the patient group presented 
with melena and 68.3% presented with hematemesis. Thus, in 
our study, where some patients had more than one symptom, 
melena was the most common, followed by hematemesis, 
consistent with previous studies. 

Drug use is one of the most important predisposing factors 
for upper Gl bleeding [13]. In our study, 92.7% of those in the 
patient group had a history of medications that can cause upper 
GI bleeding, and we found NSAIDs to be the most commonly 
used (53.7%). In the study by Paspatis et al., 49% of patients 
with upper GI bleeding used NSAIDs [13]. In Turkey, Sezgin et 
al. found that the rate of NSAID use was 44.3% [14]. These 
previous results are consistent with our results. 

In a study by Cheng et al. [15] Aas causes of upper Gl bleeding, 
gastric ulcers accounted for 22% in Cheng et al.’s study, [15]. 
In our study, all patients from the patient group underwent 
endoscopy, and ulcers were detected in 90.2%. In a study by 
Sugawa et al., the causes of upper GI bleeding were gastric 
ulcer (33%), erosive gastritis (24%) and oesophageal varices 
(22%) [16]. Lakhwani et al. reported an incidence of peptic ulcer 
of 61.7% 61.7% as the rate of peptic ulcer [17]. Our study also 
reported peptic ulcers as the most common cause of upper Gl 
bleeding, consistent with the literature [18]. 

According to Gross et al., the prevalence of ulcers by the Forrest 
scoring system was 18% for Forrest score 1a, 17% for 2a, 
17% for 2b, 20% for 2c and 42% for 3 [19]. In Ozen et al.’s 
study, 3.7%, 8.9%, 10.2%, 10%, 2.3% and 64.9% of patients 
with bleeding ulcer had Forrest scores of 1a, 1b, 2a, 2b, 2c and 
3, respectively [20]. In Cander et al.’s study, the most frequent 
bleeding was found in Forrest score 3, with a rate of 70% [21]. 
Our study identified Forrest score 3 in 31.7% of endoscopies, 
consistent with the previous studies. Additionally, 22% and 
14.6% had Forrest scores 1b and 1a, respectively. We think 
that treatments used for patients until endoscopy prevent the 
detection of active bleeding findings. 

Identifying patients’ haemoglobin level upon admission is 
critical for the treatment, follow-up, and prognosis of upper Gl 
bleeding. In Kocoglu et al.’s study, the initial haemoglobin levels 
were within 3--18.5 g/dL, with a mean value of 9.65 + 2.73 g/ 
dL [22]. In oOur study,’s the mean haemoglobin value was 9.21 + 
2.32 g/dL, consistent with the previous study. Bleeding severity, 
anaemia presence before bleeding and prolonged hospital stay 
are effective on the entry haemoglobin level [22]. 

Compared with other the Glasgow-- 
Blatchford scoring system is more useful in predicting the need 
for endoscopic treatment, clinical intervention and surgery for 
upper Gl bleeding [23]. In our study, the Glasgow--Blatchford 
scores and sCD163 mean scores were calculated according 


scoring systems, 
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to the bleeding findings of the patient group. Waidmann et 
al. reported that the sCD163 level is a new independent non- 
invasive risk factor for death and variceal bleeding in patients 
with cirrhosis [24]. In a 2017 study, Fouad et al. followed up 243 
patients with cirrhosis for 1 year and found that the sCD163 
levels were significantly higher in patients with re-bleeding, 
large varicose veins or high bleeding risk. In a previous study, 
sCD163 correlated with hepatic venous pressure gradient and 
contributed to portal hypertension prediction [25]. We also 
investigated the level of sCD163 in patients with non-variceal 
upper GI bleeding and found statistical significance in the 
patient group compared with the healthy group. 

Considering that sCD163 acts as a scavenger receptor 
responsible for haemoglobin sequestration, O'Reilly et al. 
perceived that the sCD163 levels in serum and cerebrospinal 
fluid in patients with intracranial haemorrhage can be used as 
a marker to predict poor prognosis after intracranial bleeding, 
peri-haematomal oedema and intracranial haemorrhage [6]. 
Our study has several limitations. First, in this study, patients 
with upper GI bleeding had chronic diseases. Although sCD163 
is responsible for sequestering haemoglobin, its 
markedly increase during the inflammatory process because it 
is expressed in macrophages. Although people with no signs 
of additional illness or complaints were included in the healthy 
volunteer group, an inflammatory condition might have been 
present. Other limitations of the study include the small sample 
size and single-centere design. 

In conclusion, although clinical intervention is critical in upper Gl 
bleeding, early detection and prediction of the clinical course can 
promote early intervention and help reduce mortality. According 
to our study results, sCD163 may be a useful biomarker for the 
diagnosis of upper GI bleeding and the identification of the 
clinical process. 

Conclusion and Limitation 

sCD163 may be a useful biomarker for diagnosing upper 
gastrointestinal bleeding and identifying the clinical process. 


levels 


Scientific Responsibility Statement 

The authors declare that they are responsible for the article’s scientific content 
including study design, data collection, analysis and interpretation, writing, some 
of the main line, or all of the preparation and scientific review of the contents and 
approval of the final version of the article. 


Animal and human rights statement 

All procedures performed in this study were in accordance with the ethical 
standards of the institutional and/or national research committee and with 
the 1964 Helsinki declaration and its later amendments or comparable ethical 
standards. No animal or human studies were carried out by the authors for this 
article. 


Funding: None 


Conflict of interest 
None of the authors received any type of financial support that could be considered 
potential conflict of interest regarding the manuscript or its submission. 


References 

1. Rockall TA, Lewis GE. Upper gastrointestinal bleeding. Br J Hosp Med (Lond). 
2005 ; 66(9):M25-7. 

2. Peura DA, Lanza FL, Gostout CJ, Foutch PG. The American College of 
Gastroenterology Bleeding Registry: preliminary findings. AmJ Gastroenterol.1997; 
92(6):924--8. 

3. Yamada T Handbook of gastroenterology. 4th ed. Philadelphia: Lippincott 
Williams © Wilkins. 2002. p. 16--8. 

4. Rockall TA, Logan RFA, Devlin HB, Northfield TC. Risk assessment after acute 
upper gastrointestinal haemorrhage. Gut.1996; 38(3):316--21. 

5. Monteiro S, Goncalves TC, Magalhdes J, Cotter J. Upper gastrointestinal 


bleeding risk scores: who, when and why? World J Gastrointest Pathophysiol. 
2016; 7(1):86--96. 

6. Roy-O’Reilly M, Zhu L, Atadja L, Torres G, Aronowski J, McCullough L, Edwards 
Njet al. Soluble CD163 in intracerebral hemorrhage: biomarker for perihematomal 
edema. Ann Clin Transl Neurol. 2017; 4(11):793--800. 

7. Adam V, Barkun AN. Estimates of costs of hospital stay for variceal and 
nonvariceal upper gastrointestinal bleeding in the United States. Value Health. 
2008; 11(1):1--3. 

8. Stanley AJ, Dalton HR, Blatchford O, Ashley D, Mowat C, Cahill A, et al. 
Multicentre comparison of the Glasgow Blatchford and Rockall scores in the 
prediction of clinical end points after upper gastrointestinal haemorrhage. 
Aliment Pharmacol Ther. 2011; 34(4):470--5. 

9. Mino FG, Jaramillo EJ, Galvez CC, Carmona IC, Reyes LA, De la Mata GM. An 
analysis of a general prospective series of 3270 upper digestive hemorrhages. 
[Re-vista Espafiola de enfermedades digestivas: organo oficial]. de la Sociedad 
Espa-nola de Patologia Digestiva. 1992; 82:7--15. 

10. Zimmerman J, Arnon R, Ligumski M, Beeri R, Keret D, Lysy J, Fich A, Tsvang E, 
Siguencia J, Gonzalez J, et al. Acute upper gastrointestinal bleeding in Jerusalem 
1988-91: causes, characteristics and relation to nonsteroidal anti-inflammatory 
drugs. Isr J Med Sci. 1993; 29(5):292-7. 

11. al-Assi MT, Genta RM, Karttunen TJ, Graham DY. Ulcer site and complications: 
relation to Helicobacter pylori infection and NSAID use. Endoscopy. 1996; 
28(2):229--33. 

12. Lewis JD, Shin EJ, Metz DC. Characterization of gastrointestinal bleeding in 
severely ill hospitalized patients. Crit Care Med. 2000; 28(1):46--50. 

13. Paspatis GA, Dumonceau JM, Barthet M, Meisner S, Repici A, Saunders BP, et 
al. Diagnosis and management of iatrogenic endoscopic perforations: European 
Society of Gastrointestinal Endoscopy (ESGE) Position Statement. Endoscopy. 
2014; 46(8):693--711. 

14. Sezgin O, Altintas E, Tombak A. Effects of seasonal variations on acute upper 
gastrointestinal bleeding and its etiology. Turk J Gastroenterol. 2007; 18(3):172- 
-6. 

15. Cheng DW, Lu YW, Teller T, Sekhon HK, Wu BU. A modified Glasgow Blatchford 
Score improves risk stratification in upper gastrointestinal bleed: a prospective 
comparison of scoring systems. Aliment Pharmacol Ther. 2012; 36(8):782--9. 
16. Sugawa C, Steffes CP Nakamura R, Sferra JJ, Sferra CS, Sugimura Y, Fromm D. 
Upper GI bleeding in an urban hospital. Etiology, recurrence, and prognosis. Ann 
Surg. 1990; 212(4):521--6; discussion 526. 

17. Lakhwani MN, Ismail AR, Barras CD, Tan WJ. Upper gastrointestinal bleeding 
in Kuala Lumpur Hospital, Malaysia. Med J Malaysia. 2000; 55(4):498--505. 

18. Lam KL, Wong JC, Lau JY. Pharmacological treatment in upper gastrointestinal 
bleeding. Curr Treat Options Gastroenterol. 2015; 13(4):369--76. 

19. Gross M, Schiemann U, Mihlhdéfer A, Zoller WG. Meta-analysis of endoscopic 
and medical treatment regimens in active variceal bleeding. Endoscopy. 2001; 
33:737--46. 

20. Ozen E, Tekin F, Oruc N et al. Review of 412 patients with non-variceal upper 
gastrointestinal bleeding. Turk J Acad Gastroenterol. 2007; 6:62--7. 

21. Cander B, Ertekin B, Hasan K, Mehmet G, Dundar D, Kocak S, et al. Factors 
affecting the length of hospitalization at the patients admit to emergency 
department with gastrointestinal bleeding. Firat Jj. 2011; 16:51--4. 

22. Kocoglu H, Okuturlar Y, Oguz B, Ozturk E, Altuntas Y, Hursitoglu M, et al. 
Cost analysis of patients with upper gastrointestinal hemorrhage. JCAM. 2015;. 
p.473-478. 

23. Bryant RV, Kuo P, Williamson K, Yam C, Schoeman MN, Holloway RH, et al. 
Performance of the Glasgow-Blatchford score in predicting clinical outcomes and 
intervention in hospitalized patients with upper GI bleeding. Gastrointest Endosc. 
2013; 78(4):576--83. 

24. Waidmann O, Brunner F, Herrmann E, Zeuzem S, Piiper A, Kronenberger B. 
Macrophage activation is a prognostic parameter for variceal bleeding and 
overall survival in patients with liver cirrhosis. J Hepatol. 2013; 58(5):956--61. 
25. Fouad R, Hamza I, Khairy M, Elsharkawy M, Helmy AA. Role of serum soluble 
CD163 in the diagnosis, risk of bleeding, and prognosis of gastro-esophageal 
varices in cirrhotic patients. J Interferon Cytokine Res. 2017; 37(3):112--8. 


How to cite this article: 

Melis Dorter, Utku Murat Kalafat, Busra Bildik, Doganay Can, Serkan Dogan, 
Kader Irak, Basar Cander, Ramazan Guven. Diagnostic and prognostic value 
of sCD163 levels in upper gastrointestinal bleeding. Ann Clin Anal Med 
2023;14(11):971-975 


This study was approved by the Ethics Committee of Health Sciences University 
and Istanbul Kanuni Sultan Stileyman Training and Research Hospital (Date: 
2019-05-16, No: KAEK/2019.06.154) 


975 | Annals of Clinical and Analytical Medicine 


